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LIMITED OFFICIAL USE REYKJAVIK 1264 

FOR COMMERCE/BIC 

E.O. 11652: N/A 
TAGS: BTIO, IC 

SUBJECT: ICELANDIC OT WATER SYSTEM - ALERT ON BID PROPOSAL 

1 . BEGIN UNCLASSIFIED. BID DOCUMENTS ARE BEING PREPARED BY ICE- 
LANDIC FIRM FOR HOT WATER SYSTEM FOR COMMUNITIES NEAR KEFLAVIK 
AND NATO BASE. THESE WILL BE READY NOVEMBER. REQUIRED ARE 

12 KILOMETERS OF STEEL PIPE 500 MM IN DIAMETER PLUS VALVES AND 
EXPANSION JOINTS. ESTIMATED VALUE ABOUT US $500,000. SIMILAR 
BID EXPECTED NEXT YEAR FOR HOT WATER SYSTEM FOR AKUREYRI IN 
NORTHERN ICELAND. END UNCLASSIFIED. 

2. BEGIN LIMITED OFFICIAL USE. EMBASSY HAS INFORMAL REQUEST 
FROM ICELANDIC OFFICIALS FOR NAMES OF AMERICAN FIRMS WHO MIGHT 
BE INTERESTED IN BIDDING. OF PARTICULAR INTEREST TO ICELANDERS 
WILL BE STIMATED TRANSPORT COSTS FROM US AS THIS LIKELY TO 

BE KEY TO SUCCESSFUL BID. 

3. ACTION REQUESTED: PLEASE PROVIDE EMBASSY NAMES OF SEVERAL 
LIKELY PROSPECTS FOR FORWARDING TO APPROPRIATE ICELANDIC OFFI- 
CIALS. END LIMITED OFFICIAL USE. 
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